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LIMITED OFFICIAL USE THE HAGUE 4015 
DEPT FOR O/MED 
E.O. 11652: N/A 

SUBJECT: ISOTOPIC HEART PACEMAKER 
TAGS: OGEN, AMED, BR, NL 

REF: SAO PAOLO 2063 

PER REQUEST REFTEL, EMBASSY THE HAGUE CONTACTED MEDTRONIC 
BV, WHO UNABLE TO DELIVER FOR LATE SEPTEMBER, BUT PROMISE 
DELIVERY TO EMBASSY FOR ONWARD FORWARDING NO LATER THAN 
OCTOBER 15. 

PRICE (ONLY AVAILABLE) IS U.S. DOLS 5,467,52 (BASED ON TODAY'S 
EXCHANGE RATE U.S. DOLS 1.00 EQUAL DFL. 2.663) 
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Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 13 SEP 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: morefirh 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973THEHA04015 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: THE HAGUE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730936/aaaaazyv.tel 

Line Count: 42 
Locator: TEXT ON-LINE 
Office: ACTION MED 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: SAO PAOLO 2063 

Review Action: RELEASED, APPROVED 

Review Authority: morefirh 

Review Comment: n/a 

Review Content Flags: 

Review Date: 19 SEP 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <19-Sep-2001 by freemaal>; APPROVED <01 -Nov-2001 by morefirh> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ISOTOPIC HEART PACEMAKER TAGS: OGEN, AMED, BR, NL 
TAGS: OGEN, AMED, BR, NL 
To: SAO PAULO 
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